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n0n  Sunday  evening,  November  9,  at 
his  residence.  No.  110  Bleecker  Street, 
John  Kearny  Rodgers,  M.  D.,  aged  58  years. 

The  funeral  will  take  place  at  the 
First  Presbyterian  Church,  Fifth  Avenue, 
on  Tuesday  afternoon  at  four  o* clock 
precisely. ” 


